Comer LD.# PER Q-13 
MONUMENT RECORD 


STATE OF INDIANA~COUNTY OF MONROE 


Section: 25 _, Township:___8 NORTH ._, Range: __1_ WEST | 


Monument Description & Remarks: 5/8 REBAR AT NW CORNEROF SECTION 


1” BELOW SURFACE 1.2" SOUTH OF CENTER LINE OF RHOARER RD. 6.7’ WEST OF CENTER 
EEE EE RMARERS ORD OL WET UF ENTE! 
LINE OF HARRELL RD. 
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Section Comer: 5/8 REBAR NO CAP 
Northing:___1411231.942 Easting: __5118609.809 __ Elev: 


Witness: 111 § 


Northing!__1411247.399 Easting! 5118738.977 Elevi_775.60 
State Plan Coordinate (NAD83 Survey Feet, Indiana West Zone) 











I, Eric Lee Deckard, here by certify that this document was prepared under my direction 
in accordance with the provisions of Section 17-3-64-4 through 17-3-64-8 of the Indiana 


Code, being Acts of 1965, Chapter 319: this 8th day of SEPTEMBER 2004 AD, ee ly 
asf Momroe County Surveyor & Ghee £e 
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Indiana Registered Land Surveyor No. LS 29900012 
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Corner I.D. # 


MONUMENT RECORD 


0-13 
STATE OF INDIANA ~ COUNTY OF MONROE 
Section Twenty-three 23, Township 8 Morth , Range 1 West 


Monument Description & Remarks: Found 5/8" Rebar at NW corner of section. 


r_is 3/4" below surface 1.2' South of centerline of Rhorer Rd. & 6.7' 


West of centerline of Harrel Rd., & 3.0' West of fence line to the north. 





Recovery Tie Drawing 
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Note*: Survey marker sign set on post, N 10° E, 23.3' Not To Scale 


from rebar. Sign set 4.9' above ground. 


State of Indiana Space 

County of Monroe Reserved For 
Die ZL Recording 

I, Michael W. Frile County Surveyor , hereby certify Officer 

‘that this document was prepared under my direction in 

accordance with the provisions of Section 17-3~-64-4 

through 17-3-64-8 of the Indiana Code, being Acts of 1965, 

Chapter 319; and the above data is given under my hand and 








seal this 17th day of April , 19.96 A.D. 
Indiana Registered Land Surveyor No. or Field Book: 
Monroe Cc ' aT 96-01 





United States Government Agency 


Page: 





Title 





